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UNIVERSITY OF CALIFORNIA, MERCED 
DEPARTMENT OF PUBLIC SAFETY 



MEMORANDUM 


Date: November 26, 2015 

TO: Lt. Kevin McNiff 

FROM: Officer Brandon Thomas 

SUBJECT: Request for Investigative Information 

Lt. McNiff, in regards to your email received 11-24-2015,1 have attached Officer 
Lopez’s (UCMPD 434) range records prior to 11 -04-2015. Officer Lopez’s Sig Sauer pistol was 
inspected prior to being issued. The pistol was issued without modification or mechanical 
defects. The ammo issued to Officer Lopez is 185 grain HST Federal Premium, caliber .40 


S&W. 


After the OIS, Officer Lopez’s firearm was collected by myself and turned over to the 
Merced County Sheriffs Officer for their investigation. Officer Lopez placed the gun himself 
into an evidence box, and it was secured in the armory until being turned over. At no time was 
the gun inspected or manipulated by myself or any other UCMPD staff prior to being taken as 
evidence. 



UC Merced Police Department 
5200 N. Lake Rd. 

Merced, CA 95340 
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